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Message Text 

UNCLASSIFIED 

PAGE 01 OTTAWA 02880 08I6I7Z 
ACTION OES-07 

INFO OCT-OI EUR-I2 ISO-00 DOE-15 SOE-02 DOEE-00 NRC-07 
/044 W 

116461 081626Z/43 

P081610ZJUN78 

FM AMEMBASSY OTTAWA 

TO SECSTATE WASHDC PRIORITY 7650 

UNCLAS OTTAWA 02880 

DEPT EOR OES/NET; PASS DOE/MICHAEL MC CLARY, VISITS OFFICE 

E.O. 11652: NA 
TAGS: ENRG, TECH, CA 

SUBJECT: CANADIAN ATOMIC ENERGY CONTROL BOARD VISIT 
REQUEST 

1. THE ATOMIC ENERGY CONTROL BOARD (AECB) HAS REQUESTED 
A VISIT OF IAN FRASER TO THE UNITED NUCLEAR EACILITY AT 
WOOD RIVER JUNCTION, RHODE ISLAND ON 20, 21, 22 JUNE 1978. 

2. THE PURPOSE OE THE VISIT IS SAEEGUARDS VERIEICATION; 

TO WITNESS THE DISSOLUTION OF CANADIAN HEU SCRAP. 

3. ARRANGEMENTS FOR PROCESSING WERE MADE BY ATOMIC ENERGY 
OF CANADA, LTD. (AECL) WITH UNITED NUCLEAR. DALE SCHULTZ, 

SECURITY MANAGER, AND ROSSER, OPERATIONS, AT THE WOOD RIVER 
JUNCTION FACILITY HAVE TOLD THE AECB THAT CLEARANCE FOR 
FRASER TO ENTER THE FACILITY MUST BE OBTAINED EROM THE 
NAVAL REACTOR OFFICE, SCHENECTADY, NEW YORK. 

4. THE PERSONAL DATA ON MR. FRASER ARE AS EOLLOWS: 

FULL NAME - IAN FRASER 
BIRTHDATE - 30 MARCH 1935 

PLACE OF BIRTH - KILMARNOCK, AYRSHIRE, SCOTLAND 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 OTTAWA 02880 081617Z 

PRESENT ADDRESS - 230 WOODRIDGE CRESCENT, OTTAWA, ONTARIO. 
CITIZENSHIP - CANADIAN - CERTIFICATE NO. 1841887 

SOCIAL INSURANCE NUMBER - [Sensitive Infonnation Removed Per NARA 11 DEC 2014] 
POSITION - ASSOCIATE SCIENTIFIC ADVISER, SAFEGUARDS 
DIVISION, SAFEGUARDS AND NUCLEAR MATERIALS 
BRANCH 

DEPARTMENT - ATOMIC ENERGY CONTROL BOARD, 270 ALBERT STREET 
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OTTAWA, ONTARIO 

SECURITY CLEARANCE - L' CLEARANCE, UPDATED AS OF 7 JUN 78 
Q' CLEARANCE PROCEDURE IN PROGRESS, 

WILL ADVISE WHEN APPROVED, IE REQUIRED 
FACILITY TO BE VISITED - UNITED NUCLEAR, WOOD RIVER 
JUNCTION, RHODE ISLAND, USA. 

DATES - 20-21-22 JUNE 1978. 

PURPOSE OE VISIT - SAFEGUARDS VERIFICATION, TO WITNESS 
DISSOLUTION OE CANADIAN OWNED HIGHLY 
ENRICHED URANIUM SCRAP. ARRANGEMENTS 
FOR PROCESSING MADE BY ATOMIC ENERGY OF 
CANADA LIMITED. 

5. SINCE IT WAS NOT KNOWN BY THE AECB UNTIL THE PAST PEW 
DAYS, THAT A SPECIAL CLEARANCE WOULD BE REQUIRED TO VISIT 
THE FACILITY, NO FORMAL REQUEST HAS PREVIOUSLY BEEN FILED. 

6. IT WILL BE APPRECIATED IF DOE WILL EXPEDITE THIS 
FACILITY CLEARANCE SO THAT THE VISIT SCHEDULE CAN BE MET. 

7. PLEASE INFORM EMBASSY AND SCHULTZ AT UNITED NUCLEAR 
WHEN CLEARANCE IS OBTAINED. DUEMLING 


UNCLASSIFIED 


NNN 
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